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CASABLANCA AND FRANKFURT FOR RTC; DEPT FOR A/SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: TSO TEST EQUIPMENT 

1 . THE FOLLOWING IS A LIST OF TEST EQUIPMENT BEING POUCHED 
TO RTC CASABLANCA UNDER REGISTRY NUMBERS 2463246,47,48. 

ITEM SERIAL NUMBER 


WAVETEK, SWEEP GENERATOR 2001 0941 17 

H.P. POWER SUPPLY, MOD 6220B 1 148A01 175 

H.P. POWER SUPPLY, MOD 6224B 1 102Z01609 

H.P. POWER SUPPLY, MOD 62 1 4A 11 42A02492 

H.P. POWER SUPPLY, MOD 6218A 1 148A04857 

H.P. POWER SUPPLY, MOD 6216A 1 141A08172 

H.P. POWER SUPPLY, MOD 6216A 1 141A08196 

H.P. UNIVERSAL BRIDGE. MOD 4260A 1214J08042 
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TEK. SPECTRUM ANALYZER, MOD 49 1 B04025 1 

2. THIS EQUIPMENT WAS CONSIGNED TO RTC CASABLANCA FROM TSO 
BEIRUT. PLEASE ADD THE ABOVE ITEMS TO THE RTC CASABLANCA 
INVENTORY. 

KUBISCH 
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